nights were spent in the open. The summers were 
pleasant but winter weather made many hardships. 
The thermometer at times dropped to 40 below zero. 
Icicles several inches long would be frozen to the 
horses’ noses each morning and many times the men 
walked most of the way to Price and back, to keep 
warm. 
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It was possible to make around twenty miles 
each day, that of course depended on the weather, 
the load and conditions of the team, etc. There was 
a well-established campground at the Half Way 
Hollow. At this place they could water their horses 
for 25 cents each. This water was hauled by camp 
attendants a distance of two miles and kept in tanks 
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